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Message Text 


UNCLASSIFIED 

PAGE 01 CARACA 04947 130053Z 

43 

ACTION ARA-10 

INFO OCT-01 ISO-OO EB-07 /018W 

106570 

R 121934Z MAY 75 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 8718 

UNCLAS CARACAS 4947 

E.O. 11652: N/A 
TAGS: ETEL, OTRA, VE 

SUBJECT: REQUEST FOR ASSISTANCE TO VISITOR 

1. CADAFE, GOVERNMENT-OWNED UTILITY, PROJECTING INSTALLATION 

OF SUBMARINE POWER CABLE BETWEEN MAINLAND AND MARGARITA ISLAND. 
CADAFE HAS CONTRACTED CARACAS ENGINEERING FIRM OTECARSA 
TO CONDUCT THE ENGINEERING SERVICES AND STUDIES. 

2. DR. JOSE LUIS GOMEZ. DIRECTOR-MANAGER OF OTECARSA. 

WANTS TO VISIT THE LONG ISLAND LIGHTING COMPANY, ARRIVING JUNE 9, 

1975. THE UTILITY OPERATES A SUBMARINE CABLE WITH ALMOST 

THE SAME TECHNICAL DETAILS AS THAT TO BE INSTALLED BY CADAFE. THE 

PURPOSE OF DR. GOMEZ' VISIT IS TO DISCUSS WITH ENGINEERS OF THE 

UTILITY DETAILS CONCERNING OPERATION AND MAINTENANCE OF THE SYSTEM. 

MAINLY IN ORDER TO BE ABLE TO DISCERN BETWEEN SUPPLIERS' CLAIMS 

AND REALITY. DR. GOMEZ IS ESPECIALLY INTERESTED IN THE OIL 

PUMP SYSTEM, WATER ENTRY AFTER DAMAGE, AND GENERAL PROTECTION 

MEANS. 

3. THE EMBASSY WOULD APPRECIATE USDOC OBTAINING FOLLOWING 
INFORMATION: WILLINGNESS OF LONG ISLAND LIGHTING TO MEET WITH 
DR. GOMEZ, CONTACT, EXACT ADDRESS AND PHONE NUMBER, BEST WAY 
TO TRAVEL FROM KENNEDY AIRPORT. DR. GOMEZ SPEAKS ENGLISH 
FLUENTLY. 

SHLAUDEMAN 
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